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Card 145 

Seal 2 

‘Johnston’ + ‘Jardine’ 
Unidentified 





Card 263 

Seal 2 

Revd. Dr. Jenkins, Master of Balliol Coll Oxon. 

Richard Jenkyns 

(1782 - 16 March 1854) 

Master at Balliol College and Vice-Chancellor of Oxford 
University from 1824 until 1828. Dean at VVells Cathedral 1845 to 
1854. 


